Stipulations

At the hearing, the parties agreed to the following
stipulations which were accepted (Tr. 5):

1.   Consolidation Coal Company is the owner and
operator of the Renton Mine.

2.   The operator and the Renton Mine are subject
to the jurisdiction of the Federal Mine
Safety and Health Act of 1977.

3.   The presiding administrative law judge has
jurisdiction over this proceeding.

4.   The inspector who issued the subject citations
was a duly authorized representative of the
Secretary.

5.   A true and correct copy of each of the
subject citations was properly served upon
the operator.

6.   All witnesses are accepted generally as
experts in coal mine health and safety.

7.   Imposition of any penalties in this pro-
ceeding will not affect the operator's
ability to continue in business.

8.   The violations were abated in good faith.

9.    The history of prior violations is non-
contributory with respect to determining
the amount of the civil penalties.

10.   The operator is large in size.

11.   The conditions set forth in the citations
constituted violations of the cited
mandatory standards.n No. 1146668 (PENN 82-204-R) cites a violation
